K330 

IN-EAR HEADPHONES (EAR CANALS) 


HIGHLIGHTS 

— ULTRA LIGHTWEIGHT 
COMFORTABLE FIT 

今 CARRYING CASE AND CABLE 
WINDER INCLUDED 

BEST FDR PORTABLE DVD, 
CD AND MP3 PLAYERS 

iPhone 0 COMPATIBLE 


AKG ACCURACY, JUST 3G. 

Tipping the scale at just 3 grams, few headphones weigh less. But the 
sleek new K 330 ear canal headphones deliver highly accurate, high- 
output sound that few headphones can match - at any weight. K 330 
makes an ideal upgrade to any portable device, including iPhone. 

KEY SPECIFICATIONS 


System: 

Dynamic 

Design ： 

Closed-back headphones 

Color ： 

Scarab or Wasp 

Frequency range ： 

12Hz to 23.5kHz 

Sensitivity ： 

121dB SPL/V 

Input impedance ： 

16 Ohms 

Max. input power ： 

20mW 

Net weight (without cable )： 3g 

Cable ： 

99.99% Oxygen-free cable lm 

Main connection ： 

Hard gold-plated jack plug and 


contacts 


AKG Acoustics GmbH www.akg.com Harman Consumer Group, Inc. 

Lembockgasse 21-25, 1230 Vienna, Austria 250 Crossways Park Drive, Woodbury, NY 11797 USA 

H A Harman International Company 

© 2008 Harman International Industries, Incorporated. All rights reserved. AKG is a trademark of Harman International Industries, Incorporated, registered 
in the United States and/or other countries. iPhone is a trademark of Apple Inc. 

Features, specifications and appearance are subject to change without notice. 
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